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Ronnie Moten
This 6' 1", 220 pound defensive end had
no trouble finding his way through the hus-
tling, bustling halls of C.H.S. No one would
argue that Ronnie Moten looked the image of
team captain of the mighty Tornadoes.
That wasn't the only way he showed us
that he fit the image. Ronnie was always out
in front leading the never less than eighth in
the state ranked Tornadoes. In times of victo-
ry or defeat, he could always be counted
upon to defend our goal. If he wasn't in the
locker room trying to boost the morale of his
teammates, he was on the field cheering
them on and playing his heart out.
In his junior year, he made the All Confer-
ence and All Sun Country football teams.
After much hard work and good sports-
manship, Ronnie was found worthy in the
eyes of his teammates, to hold the position of
team captain. However, they weren't the
only ones who thought he was great for he
had many athletic offers from colleges.
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